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Peter Dicks, of Chester county. Spring forge, in the same county,
was built in 1770. Pine Grove furnace, in Cumberland county,
was built in the same, year by Thornburg & Arthur, and about
1800 it was sold to Michael Ege, 'Sr. About the year 1770 a
furnace was built at Boiling Springs, in this county, forming the
nucleus of the Carlisle ironworks, which afterwards, about 1782,
included a forge, a rolling and slitting jnill, and a steel furnace;
Michael Ege, Sr., was the proprietor. .These works are still in
operation, C. W. & D. V. Ahl being the owners. Many other
furnaces and forges were built in Eastern Pennsylvania prior to
the Eevolution, and also some bloomaries.
0 After the Revolution, and even before its close, the business of
making iron in Pennsylvania received a fresh impulse and was
extended into the interior of the State. Bishop states that the
first furnace built in Franklin county was Mount Pleasant fur-
nace, in Path valley, erected soon after the peace of 1783 by
three brothers, William, Benjamin, and George Chambers. A
forge was erected as early as 1783. This forge and furnace were
four miles "northwest of London, and were destroyed in 1843.
Soundwell forge, sixteen miles north of Chambersburg, on Cono-
dogwin^t creek, was built in 1790, and was active in 1855.
Carrick forge, four miles from Fannettsburg, in Franklin county,
was.built in 1800, and was in operation in 1856. A furnace of
the same name was built in 1828, which is still active. Mont Alto
furnace, in the same county, was built in 1807, and is still active*
Two forges of the same name, which are yet in operation, were
built in 1809 and 1810 about four miles from the furnace. In
1832 Mont Alto rolling-mill was built London forge and furnace
were built about 1790 by Colonel James Chambers, and destroyed
about 1840. Valley forge, near London, in Franklin county,
was built in 1804, and abandoned after 1856. Other old forges
in Franklin county were abandoned before 1850. Liberty forge,
on Yellow Breeches creek, in Cumberland county, was built in
1790, and is still active. Other forges in Cumberland county
were built prior to 1800. Cumberland furnace, ten miles south-
west of Carlisle, on Yellow Breeches creek, was built in 1794.
Holly furnace, at Papertown, in the same county, is said to have
been built in 1795. A forge was in existence here in 1848. Both
of these furnaces were built by Michael Ege, Sr. They have
long been abandoned. A paper mill now occupies the site of
Holly furnace. Two furnaces, now abandoned, once stood near